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is of value only as an indicator.    The effect of G-ondal fluid
is said to last for two years or more.

SPRAYING MACHINES
The rapid spread of the practice of spraying during the
present century, especially in the spraying of fruit trees, has
led to the introduction of numerous labour-saving appliances.
In many cases the spraying outfit consists of a force pump
connected with a large reservoir of the spray fluid, the whole
being mounted on some conveyance so that it may be taken
along the rows of trees. In others, steam pumps have been
employed to drive the fluid from a central station through
numerous pipes to the operators, the pumping machinery
and pipes being transferred from point to point as required.
It will, however, be obvious that such devices cannot be
employed on the average tea estate, and recourse must
therefore be had to the earlier type of machine, viz. the
knapsack sprayer.
Knapsack sprayers fall into two main classes, viz. those
in which the liquid is expelled by continuous pumping, and
those in which it is driven out by air pressure. In using
the former, the cooly has to pump with one hand and direct
the spray with the other, while with the latter he has merely
to direct the spray. It appears to be the general experience
in tropical countries, that the average cooly finds the first
type of sprayer too fatiguing, and consequently does not do
satisfactory work with it. For use on a large scale, the
second type of sprayer appears to be the more preferable.
In one type of air-pressure sprayer, the liquid is poured
into the tank, and the requisite pressure is then obtained .by
pumping in air, either by an independent pump, like a
bicycle pump, or by a pump fixed to the sprayer. There is
little to choose between these two, but in the case of the
second, the pressure may be increased if necessary at any
moment without returning to the base. In another type,
the quantity of air in the sprayer is constant, and the pressure
is obtained by forcing in the liquid and consequently com-
pressing the contained air. Wfiere sprayers of the second
type have to be filled by a hand pump the operation of fill-
ing takes a long time, and this has led to their condemnation;